To:  Wieber,  John[Wieber.John@epa.gov];  Wall,  Dan[wall.dan@epa.gov] 

From:  McKean,  Deborah 

Sent:  Wed  8/12/2015  7:52:52  PM 

Subject:  RE:  SADIE  Deployment  - Gold  King  Mine  ER 


I am  not  going  to  worry  about  this  right  now.  I really  don’t  have  time  to  stop  right  now  to  try  to 
fix  the  computer.  Maybe  later.  Thanks  for  the  offer. 


From:  Wieber,  John 

Sent:  Wednesday,  August  12,  2015  1:37  PM 

To:  McKean,  Deborah;  Wall,  Dan 

Subject:  RE:  SADIE  Deployment  - Gold  King  Mine  ER 


Not  good.  The  decision  was  made  last  weekend  to  replace  the  Region  8 viewer  with  the  Region 
6 viewer.  I do  not  know  that  our  viewer  would  work  any  better.  Call  me  if  you  want  and  I may 
be  able  to  troubleshoot  over  the  phone.  I suspect  you  are  running  into  too  many  people  sucking 
up  the  limited  bandwidth  you  guys  have  access  to. 


John  Wieber 

U.S.  Environmental  Protection  Agency 

Region  8 GIS  Coordinator 

Acting  EPR  Data  Systems  Unit  Chief 

1595  Wynkoop  Street 

Denver,  CO  80202 

Office:  (303)  312-6118 

Mobile:  (303)  349-5577 

Email:  wieber.iohnrCena.gov 


From:  McKean,  Deborah 

Sent:  Wednesday,  August  12,  2015  1:34  PM 

To:  Wieber,  John;  Wall,  Dan 

Subject:  RE:  SADIE  Deployment  - Gold  King  Mine  ER 


I hate  to  tell  you  john,  but  the  viewer  does  not  work  on  our  older  laptops. 
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From:  Wieber,  John 

Sent:  Wednesday,  August  12,  2015  1:10  PM 

To:  McKean,  Deborah;  Wall,  Dan 

Subject:  FW:  SADIE  Deployment  - Gold  King  Mine  ER 


All, 


A new  version  a SADIE  specifically  for  the  Gold  King  ER  is  now  deployed.  This  version  is 
integrated  with  the  popups  in  the  Gold  King  Ops  viewer.  Region  6 is  still  working  on  migrating 
a Region  8 widget  that  further  integrates  SADIE  with  the  Ops  viewer. 


SADIE  - Gold  King  Mine  (the  main  project  to  use  is  Gold  King  Mine  Blowout) 
URL:  https://r8.ercloud.org/sadie  GoIdKingMine 

igl 


Passwords  for  all  projects: 


Nonresponsive 


Gold  King  Ops  Viewer 

URL:  https://gis.eparm.net/GoldKingOps 

Username: 

Password: 


Nonresponsive 


I will  be  the  trainer  and  point  of  contact  for  now.  If  you  share  this  information  with  anyone  else, 
PLEASE  COPY  ME  SO  I KNOW  WHO  TO  SEND  NOTICES  TO  WHEN  CHANGES 
OCCUR. 


Home: 


Personal  Phone/Ex.  6 
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Cell:  (303)  349-5577 
Work:  (303)312-6118 


John  Wieber 

U.S.  Environmental  Protection  Agency 

Region  8 GIS  Coordinator 

Acting  EPR  Data  Systems  Unit  Chief 

1595  Wynkoop  Street 

Denver,  CO  80202 

Office:  (303)  312-61 18 

Mobile:  (303)  349-5577 

Email:  wieber.iohn@epa.gov 
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